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Coordination 
REMARKS 


Attached msg frem INSCOM indicates they are 
voluntarily following the OSG guidance re the 
MICOM pretecel reviewed last December. This 
is a particularly geod meve before a review 
ef INSCOM's work takes place again. I feel 
(though INSCOM weuld prebably take excepticn) 
that over the past six months, INSCOM has 
meved cutside their criginal OSG-approved 
pretecel. This is net te say that INSCOM has 
made wreng decisions -- quite the contrary. 
They are deing some excellent, essentially 
no-risk basic research (e€.g., varying some cf 
the environmental aspects of the session 
room, wiring the interviewer so that an cutside 
analyst can hear what is geing on, étc). 


00 NOT use this form as a RECORD of approvals, concurrences, disposals, 
clearances, and similar actions 


FROM: (Name, org. symbol, Agency /Post) 


Room No.—Bidg. 


LLAM in STONER 
LOTT AA 
ae Bee 


Approved For Release 2003/09/16 : CReWwmbstg-gur 26001 160440032-8 


5. GPO: 1977—~261-647/3187 


